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needs but little explanation. The gases pass down the central
tube into a wider tube which they ascend on their way to two
tubes leading to the main gas flue. The dust collects at the
bottom of the wide tube, and can be readily removed by means
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of a weighted|lever attached to a valve at the bottom.* Th&
downcomer should be of ample capacity3 so that the gases shall
never exert any back pressure, and the upper part or neck of
the tube should be constructed so as to prevent the lodgment of
dust. The amount of dust passing to the stoves is also dimin-
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